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*DAS, Dr Jajneswar: Prof, Dept of Electronics & Com-
munication Engg. UT, Kharagpur. iince 66:^1 May
22, at Karimginj (debar, Assam): s of Jagatjiban; m,
Bela; one s, one d; Ed: M.Sc., D Sc.; Tech Oificer, Ind
Army Signals, 47-:2, Lecturer, IIT, Kharagpur, 52-60,
Asst Prof. fflVfa, Dep Dir, Central Electronics Engg
Research last, Pilam, 70-72; Dean, Sponsored Research
& Consultancy, IIT. Kharagpur, smce 78; Fellow, fast
of Engineers (India); mem. Inst of Electronics& Tele-
communication Engineers; received National Research
Development Corporation awd, 75, Vasvik Awd, 77,
IETE Silver Jubilee awd, 78; Off Address: Dept of
Etaonic-iA Communication Engg, IIT, Kharagpur;
res: A-3, IIT Campus, Kharagpur-721302.

*DAS, Janardan Prasad; Chief Engineer (Civil), Natio-
nal Coal Development Corporation Ltd, Ranchi, since
7!: b 1 May 25, at Likshmipur(DarbhangaDist,
Bihar}; s of MohitLal; m, Kamla: threes; Ed: B.Sc,
(Honsi, 45, B.Sc. (Engg), 49; Asst Engineer, PWD,
Bihar Govt, 49-55, Executive Engineer, Patna Improve-
ment Trust, 55-58, held various positions in National
Coal Development Corporation from 58; Fellow, Inst
of Engineers (India); mem, American Soc of Civil
Engineers; Off Address: National Coal Development
Corporation Ltd, Ranchi; res 3(BJ/2, Jawaharnagar,
Kanke Rd, Ranchi; P. Address: Lakshmipur Village,
POMadhepur.MadbubaniDist, Bihar; T: off 23703;
res 23734.

*DAS GUPTA, Dr Mrinal Kumar; Head of Inst of
Radio Physics & Electronics, Calcutta Univ, since 76;
b 1 Sept 23, atBarisal (Bangladesh); s of Sukumar &
Tarubala; m, Dipali; one s, one d; Ed: M.Sc., PhD.;
specialization in radio astronomy, ionospheric & solar
terrestrial physics; Lecturer, Inst of Radio Physics &
Electronics, Calcutta Univ, 54-61, Reader, 61-68, Prof,
Centre of Advanced Study in Radio Physics & Electro-
nics, Calcutta Univ, 69-76; Fellow, Ind National Science
Academy, Ind Physical Soc; life mem, Ind Physical
Assn: mem: Ind Science Congress Assn, Ind Astronomi-
cal Soc; Off Address: Centre of Advanced Study in
Radio Physics & Electronics, Calcutta Univ, 92, A.P.C.
Rd, Calcutta-9; res: P-2S2, Kankurgachi Second Lane,
Calcutta-54; Toff 359115.

*DAS GUPTA, DrSubodh Chandra; Prof & Head of
Dept of Metallurgy, Regional Engg College, Durgapur,
since 63; b 1 Aug 22, at Barisal (Bangladesh); s of
Mukunda Lai & Snehalata; m, Sunanda; two d; Ed:
M.S , 49, Missouri, USA, Ph.D., 52, Notre Dame, USA;
specialization in physical metallurgy; Asst Prof of Me-
tallurgy, Bengal Engg College, 52-61, Associate Prof,
61-63; mem, Ind Inst of Metals; Off Address: Dept of
Metallurgy, Regional Engg College, Durgapur-731209;
res: B/l-A, Regional Engg College, Durgapur-713209;
P. Address: 45E, Central Rd, Jadavpur,Calcutta-700033;
T: off 2287.

*DASTUR, Dr Minn Nariman; Chmn & Mg Dir, M.N.
Dastur & Co Pvt Ltd, Calcutta; b 17 March 16, at
Bombay; s of N.P. Dastur & Hillamai; m, Mehroo; two

s, one d; Ed: Sc.D., 49, Massachusetts Inst of Techno-
logy, USA; served in Tata Iron & Steel Co Ltd, Jam-
shedpur, 38-45, with various consulting engg firms in
USA, 45-55, returned to India, 55, founded Dastur &
Co; mem, Inst of Engineers (India) (mem of its council),
American Soc of Metals, Assn of Iron & Steel Engineers,
USA, American Inst of Mining & Metallurgical Engi-
neers, Metals Soc, London, Inst of Metallurgists, Lon-
don; was pres, Ind Inst of Metals, 67-70; Off Address:
Faraday House, P-17, Mission RowExt,CaIcutta-700013;
res: 12/3, Ballygunge Park Rd, Calcutta-700019; T:off
265420; res 442906.

*DAVE, Jayde? Mohanlal; Prof of Environmental
Management & Monitoring, School of Environmental
Sciences, Jawaharlal Nehru Univ; b 29 Nov27, at
Gwalior (Madhya Pradesh); s of ML. Dave; m; two s;
Ed: MS. (Sanitary Engg), M.P.H. (Air Pollution &
Industrial Hygiene), Minnesota, USA; Field Engineer,
Patel & Motichand Ltd, Bombay, 53-54, Chief Design
Engineer, Hitchcock & Estabrook, Minneapolis, USA,
55-56, Design Engineer, Tolt King Duvall & Associates
St Paul, Minnesota, USA, 56-58, Public Health Engi-
neer, Minnesota State Board of Public Health, 58-59,
Sanitary Engineer, Research, R. A. Taft Centre, Cincin-
nati, USA, 59-61, Dep Dir, Central Public Health Engg
Research Inst, Nagpur, 61-71, Adviser, Public Health
& Environmental Engg, Min of Health & Family Wel-
fare, GOI, 71-73, Dir, National Environmental Engg
Research Inst, Nagpur, 76-77; Fellow; Inst of Engineers
(India), American Air Pollution Control Assn, Ind
Public Health Assn, Ind Water & Air Pollution Control
Assn; Off Address: School of Environmental Sciences,
Jawaharlal Nehru Univ, New Mehrauli Rd, New
Delhi-110067,

*DESAT; Vasant Dwarkanath, Dep Municipal Commis-
sioner (Special Engg), Municipal Corporation of Greater
Bombay, since 71; b 7 Dec 22, at Pune (Maharashtra);
s of Dwarkanath & Sitabai; m, Mohini; two d; Ed:
B.E. (Civil), M.E.P.H., Calcutta; joined municipal
service as Inspector of City Engineer's Dept, 44, Asst
Engineer, 51, Executive Engineer, 64, Dep City
Engineer, 66, City Engineer, 67-71; Fellow, Inst of
Engineers (India); mem: executive cttee of National
Environmental Engg Research Inst, Nagpur, CSIR; Off
Address: Municipal HO Ext, Mahapalika Marg, Bom-
bay-400001; P. Address: A/1, "Shitala-Kripa';, 277,
Lady Jamsheo^i Rd, Mahim, Bombay-400016; T: off
266387; res 454254.

DESHPANDE, Murlidhar Vinayak; b 31 Oct 16 at
Budh (Satara Dist, Maharashtra); s of Vinayak Ram-
chandra & Anandibai; m, Sudha; three children; Ed:
M.S. (Elec Engg), 49, Illinois, USA; Lecturer, College
of Engg, Pune, 40-51, Prof & Head of Elec Engg, L.D.
College of Engg, Ahmedabad, 52-61, Prof of Elec Engg,
College of Engg, Pune, 61-64, Principal, College of Engg,
Amaravati, 64-70, Dir of Tech Ed, Maharashtra, 70-74,
Dir of Training, Maharashtra State Electricity Board,
Nasik Thermal Power Station, 74-76; now tech writer
& consultant; Fellow: Inst of Elec Engineers, London,
Inst of Engineers (India) (mem of its council); senior
mem, Inst of Elec & Electronics Engineers, USA; publs:
Elements of Electrical Power Station Design; Elements
of Electrical Power Transmission and Distribution
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